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TELEPHONE: ROGERS 9-3000 


GENERAL PRECISION LABORATORY 
IN COR POR AT ED 
&4 SUBSIDIARY OF GENERAL PRECISION EQUIPMENT CORPORATION 


63 BEDFORD ROAD, PLEASANTVILLE, NEW YORK 


February 20, 1958 
25X1C4a 


Headquarters Detachment 


25X1A2g 
Attention: eee 25X1A9a 
Contracting Officer 25X1A2g 


Sub jects Cont ract sl and — 


Gentlemen: of 


We are forwarding herewith four (4} copies each of Invoices 16910, 
17522, 17951, 18016 and 1815. 
Vv , 


Attached to Invoice 18016 is a receipted copy ef the Shipping Order 
concerned. 


Receipt of shipment for the remaining invoices was acknowledged in 
your letter of February 11, 1958, 


Very truly yours 


25X1A5a2 


Menager, Government Contracts 


WG:PHB:cf 
Enclosures -~ 


Jie 8 opey 
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THE GPE COMPANIES: 


ASKANIA REGULATOR COMPANY ® SLUDWORTH MARINE © CINESOUND SERVICE CORPORATION © GENERAL PRECISION LABORATORY INCORPORATED @ GRAFLEX. INC. 
THE GRISCOM-RUSSELL COMPANY ® THE HERTNER ELECTRIC COMRANY * KEARFOTT COMPANY, INC. . KEARFOTT MANUFACTURING CORPORATION e LIBRASCOPE, INCORPORATED 
LINK AVIATION, ING, ’ J. E. MCAULEY MFG, CO. ° NATIONAL THEATRE SUPPLY COMPANY . PLEASANTVILLE INSTRUMENT CORPORATION ° PRECISION TECHNOLOGY. INC. 
SHAND AND JURS CO. @ SIMPLEX EQUIPMENT CORPORATION ® SOCIETY FOR VISUAL GQUGATION, INC, ® THE STRONG ELECTRIC CORPORATION @ THEATRE EQUIPMENT CONTRACTS CORPORATION 
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